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That the so-called undisturbed samples obtained and tested are sometimes
in reality very much disturbed is indicated by Figs, 7 and 8. Fig. 9 shows a
slide of a sample which is very nearly truly undisturbed.

FIG. 7.    Distortions due to ramming the sampling tube into the soil,
(('ourtary of Dr. M. Juid Hvonslet.1

25. Samplers for Silt and Clay. On account of space restrictions, only one
small-diameter sampler and one large-diameter sampler (4fjf-in.) for final
undisturbed sampling, both to be used in cased boreholes, will be described
here. These samplers and the appurtenant sampling equipment are a part of
the recent improvements in sampling equipment and methods developed under
a project sponsored by the Engineering Foundation, The equipment shown in
Figs. 10 to 13 was developed by Dr. M. Juul Hvorslev, in cooperation with
H, A. Mohr, District Manager of the Raymond Concrete Pile Company, the
Providence District of the U. S. Engineer Department, and the U- S. Water-
ways Experiment Station in Vickshurg, Miss,